federd  feoisler 


MONDAY,  AUGUST  2,  1976 


PART  IV: 

> 

OFFICE  OF  THE 
FEDERAL  REGISTER 

i 


PRIVACY  Aa  OF  1974 

Publication  Guidelines 


32362 


NOTICES 


OFnCE  OF  THE  FEDERAL  REGISTER 

PRIVACY  ACT  OF  1974 

Publication  Guidelines 
Statement  of  Purpose 

The  purpose  of  this  gtiidellne  Is  to  an¬ 
nounce  the  publication  of  the  first  An¬ 
nual  Compilation  of  rules  and  notices  is¬ 
sued  imder  the  Privacy  Act  of  1974  and 
to  advise  agencies  of  procedures  devel¬ 
oped  for  preparing  the  Compilation. 

The  Privacy  Act  (Public  Law  93-579, 
section  552 (e)(4))  requires  that  all 
agencies  shall  publish  "•  •  *  in  the  Fed¬ 
eral  Register  at  least  annually  a  notice 
of  the  existence  and  character  of  systems 
of  records  •  •  The  Act  also  requires 
that  the  Federal  Register  “*  •  *  shall 
annually  compile  and  publish  the  rules 
promulgated  under  subsection  (f)  and 
agency  notices  published  under  subsec¬ 
tion  (e)(4)  in  a  form  available  to  the 
public  at  low  cost.”  (Section  552(f)). 

The  Office  of  the  Federal  Register 
(OFR)  has  developed  these  procedures 
to  help  agencies  to  meet  their  responsi¬ 
bilities  under  the  Act  and  to  minimize  the 
printing  costs  involved  in  reissuing  and 
reprinting  all  the  Privacy  Act  notices. 

Annual  Compilation 

The  Annual  Compilation  win  consist  of 
the  system  notices  and  rules  submitted  to 
the  OFR  imder  the  Privacy  Act  of  1974  by 
August  30.  1976.  (This  is  the  annual  re¬ 
publication  date  prescribed  in  OMB  Cir¬ 
cular  A-108,  40  FR  28963) . 

Agency  Procedures 

In  order  to  meet  the  requirements  of 
Section  552(e)  (4) ,  each  agency  must  sub¬ 
mit  a  document  by  August  30,  1976,  for 
publication  in  the  Federal  Register.  This 
document  should  reflect  one  of  the  fol¬ 
lowing  alternatives : 

(a)  Announce  that  there  have  been  no 
changes  in  the  systons  of  records  as 
previously  published  in  the  Federal  Reg¬ 
ister  and  cite  the  appropriate  Federal 
Register  page  and  date  of  publication 
(see  example  in  Appendix  A) .  OFR  will 
then  compile  these  notices  for  publica¬ 
tion. 

(b)  By  prior  arrangement  with  the 
OFR,  itemize  and  describe  substantive 
changes  to  the  records  systems  and  sin- 
nounce  submittal  of  an  updated  tape 
which  reflects  such  changes  for  inclu¬ 
sion  in  the  Compilation. 

(c)  Submit  a  document  containing  the 
full  text  of  the  systems  of  records  main¬ 
tained  by  the  agency. 

Publication  Schedules 

Current  estimates  are  that  the  Com¬ 
pilation  will  consist  of  four  volumes  plus 
finding  aids.  Prospects  are  that  two  of 


these  volumes  can  be  printed  and  dis¬ 
tributed  before  September  30. 1976.  Agen¬ 
cies  contained  In  the  Compilation  vol- 
lunes  to  be  distributed  In  September  will 
be  in  compliance  wlUi  Section  552(e)  (4) . 
For  agency  notices  which  are  scheduled 
to  appear  in  volumes  of  the  Compilation 
that  cannot  be  ready  by  September  30th, 
OFR  will  provide  full  text  publication  in 
the  Federal  Register  by  that  date  so  that 
those  agencies  also  will  be  in  compliance 
with  section  552(e)(4).  Agencies  are 
urged  to  act  promptly  and  ccmtact  OFR 
representatives  so  that  publication 
schedules  can  be  established  and  main¬ 
tained. 

Manner  of  Submission 

Whenever  possible,  the  Federal  Reg¬ 
ister  will  use  an  agency’s  magnetic  teqie 
of  previously  published  notices  of  sys¬ 
tems  of  records  to  produce  the  Compila¬ 
tion.  For  those  agencies  which  have  pre¬ 
viously  published  notices,  this  will  elim¬ 
inate  the  need  to  resubmit  for  Federal 
Register  publication  those  systems  which 
have  remained  unchanged. 

Notices  of  new  systems  submitted  for 
publication  in  the  Federal  Register  must 
be  submitted  in  machine  readable  form%t 
in  order  to  be  published  in  the  1976  Com¬ 
pilation.  All  Privacy  Act  notice  docu¬ 
ments  should  be  submitted  in  either 
Optical  Character  Recognition  (OCR) 
Type  or  on  magnetic  tape  in  accordance 
with  the  specifications  in  Appendix  B  to 
these  guidelines. 

If  an  agency’s  previously  published 
systems  of  notices  are,  or  have  been,  re¬ 
vised  extensively,  it  may  be  possible  for 
the  agency  to  submit  an  updated  mag¬ 
netic  tape  to  the  OFR  for  inclusion  in  the 
Compilation  without  republishing  the 
full  text  of  the  tape  in  the  daily  Federal 
Register.  In  such  a  case,  the  agency 
.should  consult  with  the  OFR  ^fore  sub¬ 
mitting  a  document.  ' 

Agency  Overruns 

Before  final  printing  of  the  Ccnnpila- 
tion  volumes  agencies  will  be  given  the 
opportunity  to  order  overruns  from  the 
Government  Printing  Office  for  only 
those  sections  of  interest  to  the  agency. 

For  Further  Information  ,  ^ 

Any  questions  or  problems  with  regard 
to  these  guidelines  or  publication  of  the 
Annual  Compilation  should  be  directed 
to  the  Privacy  Act  Coordinator  calling 
523-5240,  or  by  writing  the  Office  of  the 
Federal  Register,  National  Archives  and 
Records  Service,  General  Services  Ad¬ 
ministration,  Washington.  D.C.,  20408. 
The  Office  is  located  in  Room  8401  at  1100 
L  Street.  NW.,  Washington.  D.C.:-Office 
hours  are  from  8:45  a.m.  to  5:15  pm. 

Fred  J.  Ebiery, 

Director  of  the  Federal  Register. 
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Appzndix  a 

MODEL  DOCUMENT  CITXNa  EKISTENCE  AND  CONTINUED  EFFECTIVENESS  OF  SYSTEMS  OF  RECOBSS  * 

purpose  of  this  document  Is  to  ^ve  notice  that  the  systems  of  records  identified  In  notices  published  In  the  Federal  Register 
111110,  113001,  114711,  and  41  Fr  110112,  continue  In  eflOct.  This  notice  Is  published  In  compliance  with  the  reoulrements  of  5 
u.o.O.  662R(e)  (4)  as  added  by  section  3  of  the  Privacy  Act  of  1974, 

Appendix  B 

INPUT  REQUIREMENTS  FOR  FR  PRIVACY  ACT  El)lT  PROGRAM 
UnUZING  OCR  SCANNABLE  COPY 


Typing  Requirementt 

Tyiiewriters  must  have  10  character  per  inch  pitch,  OCR-A  size 
I  type  font  with  85  characters  and/or  symbols  and  space  bar  which , 
conform  to  FIPS  PUB  32. 

The  following  FIPS  PUB  32  symbols  will  liot  be  used; 

I  long  vertical  mark  (field  identifier)  fig.  1 1-24. 

V  symbol  fork. figure  11-22. 
group  erase,  figure  11-96. 

The  symbol  hook  ( X )  figure  11-21  will  occasionally  be  used  to 
indicate  special  functions. 

The  character  erase  ( .1 )  figure  11-95,  will  be  used  to  correct  typing 
errors,  as  follows: 

■  delete  previous  letter 

1 1  delete  all  characters,  back  to,  but  not  including,  previous 
space 

III  delete  entire  line,  back  to  the  left  hand  margin. 

Corrections  on  copy  will  not  be  made  by  erasing,  white-out.  or 
striking  out  Only  clean  copy,  with  the  exception  «f  the  character  erase 
used  for  correcting  errors,  will  be  acceptable. 

Copy  must  be  typed  double  space  at  a  5  or  6  lines  per  inch  pitch. 

Spacing  between  words  or  sentences  will  be  restricted  to  2  .spaces. 

Operator  must  distinguish  between  figure  one  (I)  and  lower  case 
letter  ell  (I)  and  between  figure  zero  and  capital  letter  O.  These  charac' 
ters  are  not  interchangeable. 

Hyphens  must  never  appear  at  the  end  of  a  line.  If  a  hyphenated 
word  must  extend  beyond  the  image  area,  use  2  era.se  symbols  and  stMt 
a  new  line.  Strikes  over  previously  typed  letters  are  acceptable  for  this 
function  only  when  the  insertion  of  the  two  erase  symbols  would  fall 
outside  the  right  side  margins. 

Quotation  marks-(")  for  single  open  quotes;  {”**)  for  double 
open  quote:  (  ' )  for  single' close  quote  and  apostrophe,  (*  ')  for  double 
close  quote.  * 

A  one-time  carbon  ribbon  that  is  equivalent  to  an  IBM  3121  Black 
Ribbon  Part  No.  1136108  or  1 136390  is  normally  adequate  to  meet 
requirements. 

Paper  Requirements 

Paper  will  be  made  available  through  the  Office  of  the  Federal 
Register  and  will  have  preprinted  on  it,  in  non-OCR  readable  ink, 
margins,  alinement  and  first  character  positions.  Indents  for  3. 6.  and  9 
spaces  are  also  marked  and  are  referred  to  in  these  specifications. 

Margins  and  alinement  are  critical  and  must  be  follo'wed. 

Data  Identifiers  (Keyword  Indicators) 

The  codes  listed  following  these  paragraphs  must  be  placed  hn* 
mediately  in  front  of  the  data  they  refer  to.  These  codes  wilt  cause  the 
correct  flinction  code  and  heading  to  be  added  by  the  edit  program.  i 


1.  Data  entnes  are  to  be  preceded  by  a  keyword  indicator,  the 
character  (3.),  and  a  letter  as  assigned:  ’ 

2.  The  keyword  indicators  and  the  subsequent  letter  causes'  the  edit 
program  to  gene>ate  the  proper  headings  as  they  appear  on  the 
following  list. 

3.  Data  may  reflect  either  a  textual  paragraph  or  coluinn/list  format. 
The  start  of  each  paragraph  is  a  new  line,  with  a  3-space  indent. 
When  names,  addresses,  etc.,  require  a  column  list  format,  each 
individual  line  wilt  be  a  new  line  with  a  6-space  indent.  It  is 
advisable,  where  possible,  to  enter  names,  addresses,  etc.,  In 
paragraph  form. 


Keyyvord  and  letter 

Paragraph  title 

HA 

(NONE)* 

HB 

System  name: 

riC 

Security  classification; 

HD 

Security  locatibn; 

Ht 

Categories  of  individuals  covered  by  the 
system; 

HF 

Categories  of  records  in  the  system: 

HG 

.Authority  for  maintenance  of  the  system: 

HH 

Routine  uses  of  records  maintained  in  the 
system,  including  categories  of  users  and  the 
purposes  of  such  uses: 

HI 

Policies  and  practices  for  storing,  retrieving, 
accessing,  retaining,  and  disposing  of  records 
in  the  system; 

HJ 

Storage: 

t\K 

RetrievabHity: 

HL 

Safeguards: 

Hn 

Retention  and  disposal: 

hn’ 

System  manager(s)  and  address: 

HO 

Notification  procedure: 

HP 

Record  access  procedures: 

H<2 

Contesting  record  procedures: 

HR 

Record  source  categories: 

HS 

Systems  exempted  from  certain  provisions 
of  the  act: 

niMiqiw  system  number  assifiied  by  tbe  submitibig  dcpsNment.  To  be  used  hi  ereaiing  m 
Index.  Fir>i  potiUon  after  rIA  mwi  be  cither  a  btanh  or  alphabetic  character.  20  characters 
aiasimum. 

For  tWthcr  biformation  on  Manner  input  conuct  (he  Frivacy  Act  Coordinator  at  the  Office 
tt  ihc. Federal  Reginer. 
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NOTICES 


INPUi  KE^tUiREMENTS  FOR  FR 

% 

1.  All  files  will  be  submitted  on  Vi  inch  wide  magnetic  tape  whose 
recording  mode  is  9  track.  Acceptable  recording  densities  are  800 
or.l600  CPI. 

2.  Files  are  to  be  devoid  of  equipment-oriented  identification  label 
records,  i.c.,  unlabelcd. 

3.  Files  are  comprised  of  blocks  of  data  not  to  exceed  3000  characters. 

4.  Data  entries  arc  to  be  preceded  by  a  keyword  indicator,  the  char¬ 
acter  and  a  number  as  assigned.  See  attachment  1. 

5.  The  keyword  indicators  and  the  subsequent  number  causes  the  edit 
program  to  generate  the  proper  headings  as  they  appear  on  attach- 

•  ment  1. 

6.  Data  may  i;enect  either  a  textual  paragraph  or  column/iist  format. 
The  $tai< of  each  paragraph  is  preceded  by  the  character  "S’*. 
When  names,  addresses,  etc,  require  a  column  list  format,  each 
individual  line  will  be  preceded  by  the  character  "%'*.  It  is  advisable, 
where  possible,  to  enter  names,  addresses,  etc.,  in  paragraph  form. 

7.  The  character  set  indicated  in  attachment  II  provides  for  upper  and 
lower  case  letters,  the  numbers  zero  through  nine,  and  the  normally 
used  punctuation,  e.g.,  period,  comma,  colon,  semicolon,  hyphen, 
cm  dash,  shil,  exclamation  mark,  question  mark,  quote,  apostrophe, 
ampersand,  asterisk,  and  open  and  dose  parens. 

'fhese  codes  represent  the  characters  to  be  called  by  the  composi¬ 
tion  program  in  composing  the  submitted  data.  Any  fractions,  math 

signs,  etc.,  are  to  be  spelled  out. 

AHACHMENT  I 

Keyword  and 

number  Poragroph  title 

•fl  (NONE)* 

*1-2$  System  name: 

*l'3$  Security  ciassificaGon: 

*Ua^«c  tyUcM  asttcned  bjr  (he  nemiiiii^  ScpurtMcnL  T*  be  mc4  in  creelinf  M 

laStn.  Pint  pMition  after  -fl  BMitl  be  ditier  a  blank  er  alpkabdic'chanctcf.  20  ckatactcn 

ewdmunv 


PRIVACY  ACT  EDIT  PROGRAM 

AHACHMENT  1 -Continued 


Keyword  and 
number 

Paragraph  title 

+4$ 

System  location: 

+5S 

Categories  of  individuals  covered  by  the 
system: 

•HS 

Categories  of  records  iri  the  system: 

+7S 

Authority  for  maintenance  of  the  system: 

-fSS 

Routine  uses  of  records  maintained  in  the 
system,  including  categories  of  users  and  the 
purposes  of  such  uses: 

+9S 

Policies  and  practices  for  storing,  retrieving, 
accessing,  retaining,  and  disposing  of  records 
in  the  system; 

49A$ 

Storage: 

+98$ 

Retrievability: 

+9C$ 

Safeguards: 

+9D$ 

Retention  and  disposal: 

+10$ 

System  manager(s)  and  address; 

+n$ 

Notification  procedure: 

+12$ 

Record  access  procedures: 

+13$ 

Contesting  record  procedures: 

+J4$ 

Record  source  Cilegories: 

+15$ 

Systems  exempted  from  certain  provisions 
of  the  act: 

+16 

*%iid  detenptiott  tnJScntor.  For  use  by  DOD.  Fosiiiom  20-24  conula  teeerd  coani  for 
cbecUne  Files  mH  be  in  Mocked  records  wiib  cofMro)  records  in  front  of  entry  records 
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Wben  submitting  magnetic  tape  to  OFR 
for  publication,  an  agency  should  submit  the 
tape  Itself  as  printer’s  copy,  and  two  print* 
outs  for  use  as  an  original  document  and 
public  Inspection  copy.  One  of  the  printouts 
must  be  signed  by  the  issuing  oOclal,  the 
other  may  be  "certified  to  be  a  true  copy  of 
the  original,"  or  both  may  be  signed. 

In  the  case  of  a  large  group  of  notices,  for 
example,  wben  an  agency  submits  all  of  Its 
notices  at  one  time,  a  signed  coTsiing  letter 
may  be  Included,  so  that  the  Issuing  official 
may  sign  Just  one  letter,  rather  than  each 
systems  notice. 

Sample  Notice  II  Illustrates  bow  a  system 
notice  will  look  with  the  codee  requbed  by 
the  specifications  appearing  aboxe.  Note  that 
the  actual  headings,  "System  Name,”  "Loca¬ 
tion,”  etc.,  sho\Ud  not  be  printed  or  typed 
but  only  the  symbols.  The  program  developed 
by  the  Government  Printing  Office  will  Insert 
the  headings  where  appropriate. 

4- 1  ODD  413.07. 

+  3$  Research  Clearance  Piles  413.07 — 
DOD/Navy. 

+  4#  Records  Management  Division,  Ad¬ 
ministrative  Management  Directorate,  the 
Adjutant  General  Center  Office  of  the  Secre¬ 
tary  of  the  Army. 

4-54  UR.  citizens,  doing  unofficial  research, 
who  apply  for  access  to  Army  classified  files. 

+  64  Individual’s  application  for  related 
proceeslng  papers  and  access  authorlzaClon 
and  extension;  correspondence  between  the 
Records  Management  Division  and  (1)  appli¬ 
cant,  (3)  records  ciutodlans,  (3)  other  Gov¬ 
ernment  agencies;  retained  copies  of  re¬ 
search  notes  and  manuscript  and  selected 
documents. 

+  74  Section  13,  Executive  Order  11663, 
"Classification  and  Declassification  of  Na¬ 
tional  Security  Information  and  Material.” 

+  84  Records  are  used  to  obtain  clear¬ 
ance  for  access  to  classified  information  by 
applicant;  to  obtain  approval  of  research  sub¬ 
ject  matter;  to  determine  location,  avail¬ 
ability  and  classification  of  records  desired 
by  the  researchers;  to  request  and  coordinate 
the  review  of  manuscript;  and  to  enable  dis¬ 
cussion  of  proposed  or  ongoing  research  when 
problems  arise.  Primary  users  are  the  Office 
of  the  Secretary  of  the  Army,  and  Offices  of 
the  Department  of  the  Army  Staff  and  major 
commands. 

+  »4 

+  9A4  Paper  records  In  file  folders. 

+0B4  Filed  alphabetically  by  last  name  of 
researcher. 

+  9C4  Buildings  employ  security  giiards. 
Records  are  maintained  In  areas  accessible 
only  to  authorized  personnel  that  are  prop¬ 
erly  screened,  clear^,  and  trained. 

+9D4  Records  are  permanent.  They  are  re¬ 
tained  In  active  file  until  end  of  calendar 
year  In  which  research  project  Is  completed, 
held  an  additional  year  In  Inactive  file,  and 
subsequently  retired  to  the  Washington  Na^ 
tlonal  Records  Center. 

+104  The  Secretary  of  the  Army,  thru  his 
designated  representative.  The  Adjutant 
General.  Headquarters,  Department  of  the 
Army,  the  Pentagon,  Washington,  D.C. 

+  114  Information  may  be  obtained  from: 

%  Rq  DA  (DAAG-AMR-S) 

%  Room  OA  084 

%  Forrestal  Building 

%  Washington,  D.C.  30814 

%  FUe.  Area  Code  303/693-1847. 

+ 134  Requests  from  Individuals  should  be 
addressed  to:  Same  address  as  stated  In  the 
notification  section  above. 

+  134  ’The  Departments’  rules  for  access  to 
records  and  for  contesting  contents  and  iq}- 
pealing  Initial  determinations  by  the  Individ¬ 
ual  concerned  iq>pear  In  the  rules  section  of 
the  Feokeal  RzoisTxa. 

+144  Application  and  related  forms  from 
the  Individual  researcher  Department  of  the 


Army  Staff  agencies  and  other  federal  agen¬ 
cies. 

+ 164  None. 

+ 16  (Record  count) 

AFPKNDnC  C 

AOZNCT  ABSBXVIAT10NS-Il«NTmnS 

Following  Is  the  list  of  abbreviations  for 
Federal  agencies  assigned  by  OFR.  Any 
agency  that  still  needs  an  Identifier  should 
call  the  Privacy  Publications  Coordinator. 

USDS — AOEICULTUaX  DXPABTlCZirr 

ADS — ^Automated  Data  Systems 
AMS — Agricultural  Marketing  Service 
ARS — Agricultural  Research  Service 
ABCS — Agricultural  Stabilization  and  Con¬ 
servation  Service 

APHIS — Animal  and  Plant  Health  Inspec¬ 
tion  Service 

CCC — Commodity  Credit  Corporation 
CEA — Conunodlty  Exchange  Authority 
CO&IM — Ofc.  of  Communications 
CSRS — Cooperative  State  Research  Service 
EMS — Expmrt  Marketing  Service 
EM8C — Economic  Management  .  Support 
Center 

ER8 — Economic  Research  Service 

ES — Extension  Service 

PCS — Farmer  Cooperative  Service 

FmHA — Farmers  Home  Administration 

FCIC — Federal  Crop  Insiuwnce  Corporation 

FAS — Foreign  Agiicultiual  Service 

FNS — Food  and  Nutrition  Service 

FS — Forest  Service 

OA — Ofc.  of  Audit 

GEO — Ofc.  of  Equal  Opportunity 

GOO — Ofc.  of  General  Counsel 

OI — Ofc.  of  Information 

OMF — Ofc.  of  Management  and  Finance 

OO — Ofc.  of  Operations 

OP — Ofc.  ot  Personnel 

OS — Ofc.  of  Secretary 

PSA — Packers  and  Stockyards  Administra¬ 
tion 

RDS — Rural  Development  Service 

REA — ^Rural  Electrification  Administration 

RTH — Rural  Telephone  Bank 

SCS— Soil  Conservation  Service 

SRS — Statistical  Reporting  Service 

coMiczacB — coMicxacx  divabticxnt 

Census— Census  Bureau 
DIBA — Domestic  and  International  Business 
Administration 

EDA — Economic  Development  Administra¬ 
tion 

MA — Maritime  Administration 
MBS — ^Minority  Business  Enterprise  Office 
NBB— National  Bureau  of  Standards 
NOAA — ^National  Oceanic  and  Atmoepberlc 
Administration 

NSA — National  Shipping  Authority 
NTTS — National  Technical  Information 

Service 

Patent — Patent  Office 

SESA — Social  and  Economic  Statistics  Ad¬ 
ministration 

TB — United  States  TYavel  Service 

DOD — DXrXNSZ  DXPABTICKNT 

Corps  of  Engineers  (Engineers) 

Department  of  Defense  (DOD) — ^D 
Defense  Advanced  Research  Projects  Agency 
(DARPA)— E 

Central  Security  Service  (CSS) — Q 
Defense  Civil  Preparedness  Agency  (DCPA) — 
C 

Defense  Communications  Agency  (DCA) — K 
Defense  Contract  Audit  Agency  (DCAA) — R 
Defense  Intelligence  Agency  (DIA) — 

Defense  Investigative  Service  (DI8) — 

Defense  Mapping  Agency  (DMA) — B 
Defense  Nuclear  Agency  (DNA) — ^H 
Defense  Security  Assistance  Agency  (D8AA) 
— T 

Defense  Supply  Agency  (DSA) — S 


Department  of  the  Air  Force  (AF) — F 
Department  of  the  Army  (Army)— A 
Department  of  the  Navy  (Navy)— N 
National  Security  Agency  (NSA) — O 
Office  of  the  Secretary  of  Defense  (OSD) — ^D 
Organization  of  the  Joint  Chiefs  of  Staff 
(JCS)— J 

United  States  Coast  Guard  (USCG) — ^P 
United  Stotes  Marine  Corps  (USMC)— M 
Uniformed  Services  University  of  the  Health 
Sciences  (USUHS)— W 

HZW — HXALTH,  ZDITCATION,  AMD  WELTABZ 
DCPAanCXNT 

ADAMHA — Alcohol.  Drug  Abxise,  and  Mental 
Health  Admlnlstratl<m 
CDC — Disease  Control  Center 
FDA — Food  and  Drug  Administration 
HDO — Human  Development  Office 
HRA — Health  Reeoxirces  Administration 
RSA — Health  Services  Administration 
NIH — National  Institutes  of  Health 
OE — Education  Office 
PHS— Public  Health  Service 
RSA — Rehabilitation  Services  Administration 
SRS — Social  and  Rehabilitation  Service 
SSA — Social  Security  Administration 

HUD— MOtTSINO  AND  UBBAN  DKVZlOPlIZirT 
DCPAanCXNT 

CA  &  RF — Consumer  Affairs  and  Regulatory 
Functions,  Office  of  the  Assistant  Secretary 
FDAA — ^Federal  Disaster  Assistance  Admin¬ 
istration 

FHEO — Fair  Hovulng  and  Equal  Opportu¬ 
nity.  Office  of  the  Assistant  Secretary 
FIA — ^Federal  Insurance  Administration 
GNMA — Government  National  Mortgage  As¬ 
sociation 

HP  A  MC — Housing  Production  and  Mort¬ 
gage  Credit,  Office  of  the  Assistant  Secre¬ 
tary 

IL8RO — Interstate  Land  Sales  Registration 
Office 

NCDC — New  Community  Development  Car- 
poratlon 

iNTxaioB — nrmios  ocPAzncxifT 

BPA — Bonneville  Power  Administration 
BIA — Indian  Affairs  Bureau 
BLM — Land  Management  Bvureau 
FWS — ^Flsh  and  Wildlife  Service 
OS — Geological  Survey 
MESA — Mining  Enforcement  and  Safety  Ad¬ 
ministration 
Mines — Mines  Bureau 
NP8 — National  Park  Service 
OHA — Hearings  and  Appeals  Office 
O  A  G — Oil  and  Gas  Office 
Reclamation — Reclamation  Bureau 

JUSnCZ — JDSTICZ  DXPAanCXNT 

DEA — Drug  Enforcement  Administration 
INS — Immigration  and  Naturalization  Serv¬ 
ice 

LEAA — Law  Enforcement  Assistance  Ad¬ 
ministration 

LABOB — LABOB  DZPABTICXNT 

BLS — Labm’  Statistics  Bureau 
EBSO — Employee  Benefits  Security  Office 
ESA — En^>loyment  Standards  Administra¬ 
tion 

ETA — Employment  and  TYalnlng  Adminis¬ 
tration 

FCCPO — Federal  Contract  Ctnnpllance  Pro¬ 
grams  Office 

LMSEO — Labor  Management  Standards  En- 
f<Huement  Office 

OSHA — Occupational  Safety  and  Health  Ad¬ 
ministration 

WAH— Wage  and  Hour  Division 

STATX - STATB  DXPABTiaNT 

aid — Agency  tor  International  Development 
FSGB — Foreign  Service  Grievance  Board 
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dot — TEANSPOrTATION  D«PA«TiaNT 
CO — CoMtOiurd 

PAA— F«ler»l  Aviation  Administration 
FHA— FMeral  Highway  Administration 
PEiA— P«deral  Railroad  Administration 
MTB — Materials  TVan^wrtatlon  Bureau 
NHT8A — National  Highway  TTafllc  Safety 
Administration 

OHMO — Hazardous  Material  Operations  Of¬ 
fice 

P800— Pipeline  Safety  Operations  Office 
SIS — Saint  Lawrence  Seaway  Development 
Corporation 

OMTA— Urban  Mass  Transportalton  Admin¬ 
istration 

TaZASmT — TBEASUET  MPAKTMKNT 

ATt^ — ^Alcohol,  Tobacco  and  Firearms 
Biireau  . 

Customs — Customs  Service 
Comptroller— Comptroller  of  the  Chirrency 
ESA — Economic  Stabilization  Office  (tem¬ 
porary) 

PS— Fiscal  Service 

IRS — ^Internal  Revenue  Service  ^ 

Mint, — Mint  Bureau 

RSO — Revenue  Sharing  Office 


INDEPENDCNT  AOEMCIZS 

Action 

CAB — Civil  Aeronautics  Board 
CASB — Cost  Accounting  Standards  Board 
CEO — Council  on  Environmental  Quality 
CPTC — Commodities  Futures  Trading  Com¬ 
mission 

CITA — ^Textile  ‘Agreements  Implementation 
Committee 

CPSC — Consumer  Product  Safety  Commis¬ 
sion 

CRC — Civil  Rights  CkMumisslon 
CSC — Civil  Service  Commission 
EEOC — Equal  Employment  Opportimlty 

Commission 

EXIMBANK — Export-Imp(»t  Bank 
EPA — Environmental  Protection  Agency 
ERDA— Energy  Research  and  Development 
Administration 

PCC — ^Federal  Communications  Commission 
FCSC — ^Foreign  Claims  Settlement  Commls- 
slon 

FDIC — ^Federal  Deposit  Ins\irance  Corpora¬ 
tion 

FEA — Federal  Energy  Jldmlnistratlon 
FHLBB — ^Federal  Home  Loan  Bank  Board 
FMCS — ^Federal  Mediation  and  Conclllatkm 
Service 

FPC — Federal  Power  Commission 
PTC — Federal  Trade  Commission 
QSA — General  Services  Administration 


OSA/ADTS — Automated  Data  and  Teleoom- 
munclatlons  Service 

OSA/FMPO — Federal  Management  Policy 
Office 

OSA/FPA — ^Federal  Preparedness  Agency 
OSA/FSS — ^Federal  Supply  Service 
GSA/NARS — National  Archives  and  Records 
Service 

OSA/PBS — Public  Buildings  Service. 

KX! — Interstate  Commerce  Commission 
NASA — National  Aeronautics  and  Space  Ad¬ 
ministration 

N(X7A— National  Credit  Union  Administra¬ 
tion 

NLRB — National  Labor  Relations  Board 
NRC— Nuclear  Regulatory  Commission 
NTSB — National  Tranq>ortatlon  Safety 

Board 

OFR — Federal  Register  Office 

OMB — ^Management  and  Budget  Office 

OPIC — Overseas  Private  Investment  Corp. 

PRC — ^Postal  Rate  Commission 

PS — Postal  Service 

RB — 'Renegotiation  Board 

RRB — Railroad  Retirement  Board 

SBA — Small  Business  Administration 

SEC — Securities  and  Exchange  Commission 

TV  A— Tennessee  Valley  Authority 

USIA — United  States  Information  Agency 

VA — Veterans  Administration 

WRC — Water  Resources  Council 
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